1 * An engineer supervising imldenblfled construction projects in northern 
Rumania hm bmn o rdcarcd to close dcam two of them immodiately and cut 
hie? working fore# on eight ©on others* Since he began work on thes© 
projects tMs engineer lias received only twenty percent of the brick and 
thirteen par cent of the lumber required by his construction plan-, 

Es, According to an engineer employed oaa on© of these projects,,:- the Ministry 
of Construction and the Council of Ministers call two or three times daily 
to inquire on the progress of the work* 

3* An inspector at the Ministry of Construction states that a "general staff 5 * 
of this Ministry oversees and inspects all construction projects and 
mobilises construction workers for assignment to projects* All skilled 
machinists have bossa mobilised fm 1 ’ this Ministry* 
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